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0. FOREWORD 

0.1 This Indian Standard ( Part 4 ) (Second Revision ) was adopted by 
the Indian Standards Institution on 16 January 1986, after the draft 
finalized by the Textile Mill Accessories ( Other Than Jute ) Sectional 
Committee had been approved by the Textile Division Council. 

0.2 The recommended dimensions of tubes included in the standard are 
based on dimensions of spindles in use in the industry. Other require- 
ments, such as type, material, finish, concentricity, water absorption and 
steam conditioning are specified in Part 1 of the standard. 

0.2.1 The other parts of this standard are: 
IS : 3625 ( Part 1 )-1983 Specific requirements ( second revision ) 

IS : 3625 ( Part 2 )-1984 Recommended dimensions for tubes, taper 
1 : 38 ( second revision ) 

IS ; 3625 ( Part 3 )-1984 Recommended dimensions for tubes, taper 
1 : 64 ( second revision ) 

0.3 For the purpose of deciding whether a particular requirement of 
this standard is complied with, the final value, observed or calculated, 
expressing the result of a test or analysis, sha11.be rounded off in accor- 
dance with IS : 2-1960*. The number of significant places retained in 
the rounded off value should be the same as that of the specified 
value in this standard. 



♦Rules for rounding off numerical values ( revised ). 
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IS : 3625 ( Part 4 ) - 1986 

1. SCOPE 

1.1 This standard recommends the dimensions ( length and inside 
diameter ) of lubes with taper 1 : 40 for ring spinning and doubling 

spindles. 

1.2 It also specifies the dimensions and tolerances for the gauges for 
checking the tubes. 

2. DIMENSIONS 

2.1 The recommended dimensions are given in Table 1 read with Fig. 1 A 
and Fig. IB. 

3. DIMENSIONS FOR GAUGES 

3.1 The dimensions and tolerances of gauges for tubes of types A and B 
are given in Table 2 read with Fig. 2A and Fig. 2B. Alternate gauge 
design suitable for both type A open-top and type B rolled-in top tubes 
is shown in Fig. 3. 







TABLE 1 


DIMENSIONS FOR TUBES 














(Clause 2.1 ) 
















All dimensions in millimetres. 
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1400 


17*0 


12*50 


160 


11*50 


190 


200 


20 


15-25 


18*5 


13-75 


17*0 


12-25 


160 


11-25 


200 


210 


22 


1700 


20*0 


1500 


18-5 


1350 


17-0 


1200 


(210) 


(220) 


22 
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14-75 


18-5 


13*25 


17*0 


11-75 


220 


230 


24 


18*50 
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200 
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18*5 
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24 
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14*25 
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240 
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1A TUBE TYPE A WITH OPEN TOP 
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1B TUBE TYPE B WITH ROLLED-IN TOP 
All dimensions in millimetres. 

Fig. 1 Warp Tubes — Dimensions 
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TABLE 2 DIMENSIONS AND TOLERANCES FOR GAUGES FOR TUBES 

{Clause 3.1 ) 
All dimensions in millimetres. 
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1700 
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12-75^ 


230 


24 
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2000 
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Note — The marks ± bj2 at the small end of the gauge for tubes Type A are 
used only for checking the internal diameter at the top of the tube. For checking 
the internal diameter at the base of the tube by means of the corresponding marks 
on the gauge, the tube must be cut into parts. 

♦Tolerance $s6 ( see IS : 919-1963 Recommendations for limits and fits for 
engineering ). 



2A GAUGE WITH TAPER 1 : 40 FOR TUBE TYPE A 




15 OR20 



2B GAUGE WITH TAPER 1 : 40 FOR TUBE TYPE B 
All dimensions in millimetres. 
Fig. 2 Dimensions of Gauges for Warp Tubes 
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AH dimensions in millimetres. 
Fig. 3 Gauge with Taper 1 : 40 for Tubes Type A and Type B 
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